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AMCONSUL MADRAS 

UNCLAS NEW DELHI 12715 

E.O. 11652: N/A 
TAGS: BEXP, IN 

SUBJECT: OIL AND NATURAL GAS COMMISSION (ONGC) REQUESTS U.S. 

COAST GUARD SPECIFICATIONS FOR FIRE FIGHTING EQUIPMENT 

1. C.K. KARUNAKARAN, DIRECTOR (SPECIAL DUTIES), ONGC, 

REQUESTED EMBASSY'S ASSISTANCE IN OBTAINING U.S. COAST 
GUARD SPECIFICATIONS FOR FIRE FIGHTING EQUIPMENT REGULATIONS, 
PARTS 95 OF CG-257 AND 145 OF CG-320. KARUNAKARAN BELIEVES THAT 
THE ABOVE INFORMATION WILL BE USEFUL IN PREPARING GOI'S OWN 
SPECIFICATIONS FOR FIRE FIGHTING EQUIPMENT PROPOSED TO BE IMPORTED 
BY THE ONGC (REF. NEW DELHI 12714). 

2. ONGC’S REQUEST IS IN THE INTEREST OF POTENTIAL U.S. SUPPLIERS 
OF FIRE FIGHTING EQUIPMENT. WE WOULD APPRECIATE RECEIVING BY 
AIRPOUCH THE REQUESTED SPECIFICATIONS (PROVIDED THESE 

ARE OF UNCLASSIFIED NATURE) FOR PRESENTATION TO KARUNAKARAN. 
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Copy: SINGLE 

Draft Date: 22 SEP 1975 
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Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NEWDE12715 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750327-0698 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750930/aaaabacj.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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Review Action: RELEASED, APPROVED 
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